









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 9-2320-209-10-1 2-1/2-Ton, 6x6, M44A1 and M44A2 Series Trucks (Multifuel),
published by the U.S. Army.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. Army.
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TM 9-2320-209-10-1 — 2-1/2-Ton, 6x6, M44A1 and M44A2 Series Trucks (Multifuel)


HAND RECEIPT

COVERING CONTENTS OF COMPONENTS OF END ITEM (COE)), BASIC ISSUE ITEMS (BII), AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR


2-1/2 TON, 6X6, M44A1 and M44A2 SERIES TRUCKS (MULTIFUEL)





TRUCK, CARGO: M35A1,





M35A2, M35A2C, M36A2; TRUCK TANK, FUEL: M49A1C, M49A2C; TRUCK, TANK WATER: MS50A1, MS50A2, MS50A3; TRUCK VAN, SHOP: M109A2, M109A3; TRUCK, REPAIR SHOP: M185A2, M185A3; TRUCK, TRACTOR: M275A1, M275A2; TRUCK, DUMP: M342A2; TRUCK, MAINTENANCE, PIPELINE CONSTRUCTION: M756A2; TRUCK, MAINTENANCE, EARTH BORING AND POLESETTING: M764

HAND RECEIPT

TM9-2320-209-10-1-HR

WASHINGTON, HEADQUARTERS DEPARTMENT OF THE ARMY D.C. 18 January 1982

HAND RECEIPT COVERING CONTENTS OF COMPONENTS OF END ITEM (COE), BASIC ISSUE ITEMS (B11), AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR (MULTIFUEL)










	MODEL
	
	NSN WITHOUT WINCH
	NSN WITH WINCH




	Truck, Cargo
	M35A1
	2320-00-542-5633
	2320-00-542-5634



	
	M35A2
	2320-00-077-1616
	2320-00-077-1617



	
	M35A2C
	2320-00-926-0873
	2320-00-926-0875



	
	M36A2
	2320-00-077-1618
	2320-00-077-1619



	Truck, Tank, Fuel
	M49A1C
	2320-00-440-3349
	2320-00-440-3346



	
	M49A2C
	2320-00-077-1631
	2320-00-077-1632



	Truck, Tank, Water
	M50A1
	2320-00-440-8307
	2320-00-440-8305



	
	M50A2
	2320-00-077-1633
	2320-00-077-1634



	
	M50A3
	2320-00-937-4036
	2320-00-937-5264



	Truck, Van, Shop
	M109A2
	2320-00-440-8313
	2320-00-440-8308



	
	M109A2
	2320-00-077-1636
	2320-00-077-1637



	Truck, Repair Shop
	M185A2
	4940-00-987-8799
	



	
	M185A3
	¥4940-00-077-1638
	4940-00-077-1639



	Truck, Tractor
	M275A1
	2320-00-446-2479
	



	
	M275A2
	2320-00-077-1640
	2320-00-077-1641



	Truck, Dump
	M342A2
	2320-00-077-1643
	2320-00-077-1644



	Truck, Maintenance,

Pipeline Construction
	M756A2
	
	2320-00-904-3277



	Truck,

Maintenance,

Earth Boring and

Polesetting
	M764
	
	2320-00-937-5980





Current as of 1 February 1980

*This manual Supercedes TTM 9-2320-209-10-1-HR, 8 March 1979.
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